92       DOCKETED ITEMS

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 &
0203.Requalification program rated satisfactorily.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison
Co. 2pp. 60909:050-60909:144.

-9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam results:one
SRO failed requalification exam & one staff crew failed dynamic simulator operating
exam.AII others passed exams.
SHEPARD.D. Region 3 (Post 820201). 92/03/03. 125pp. 60909:052-60909:144.

9203200244 Forwards split sample results analysts performed by vendor lab TMA/
norcal re Insp Repts 50-295/91-24 & 50-304/91-24.

JOYCE.T.P.  Commonwealth  Edison  Co.  92/03/03.  DAVIS.A.B.  Region  3  (Post
820201). 3pp. 61069:322-61069:324.

9203160173 Forwards safety insp repts 50-295/92-05 & 50-304/92-05 on 920224-
28.Violation noted but not cited.

GREGER.LR. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison
Co. 2pp. 60909:001-60909:019.

-9203160180 Insp repts 50-295/92-05 & 50-304/92-05 on 920224-28.NO violations
noted. Major areas inspected:plant emergency preparedness program.including action
on previously identified items & meteorological monitoring program.
PLOSKI.T., SIMONS.H.. MCCORMICK.J.W. Region 3 (Post 820201). 92/03/09. 17pp.
60909:003-60909:019.

9203160177 Forwards insp repts 50-295/92-04 & 50-304/92-04 on 920 11 8-0224. Viola-
tions not being cited.

CLAYTON.B. Region 3 (Post 820201). 92/03/10, REED.C. Commonwealth Edison Co.
2pp. 6091 1 :297-6091 1 :3 1 5.

-9203160186 Insp repts 50-295/92-04 & 50-304/92-04 on 920118-0224. Violations not
being cited.Major areas inspected:summary of operations;operational safety verifica-
tion & ESF sys walk down;maint & surveillance observation;engineering.
FARBER.M.J. Region 3 (Post 820201). 92/03/10. 17pp. 60911:299-60911:315.

9203200094 Forwards electrical distribution sys functional insp repts 50-295/92-03 &
50-304/92-03 on 920106-0207.Strength identified include corporate lessons learned

.

program, DC ground detection program & thermograp
MILLER.

y program.

D.C. Commonwealth Edison Co.

,

ER.HJ. Region 3 (Post 820201). 92/03/16. RE
3pp. 60970:184-60970:208.

-9203200099 Notice of violation from insp on 920106-0207.Violation noted:licensee
failed to include 64 safety related time delay relays in station calibration program.
MILLER.H.J. Region 3 (Post 820201). 92/03/16. 1p. 60970:187-60970:187.

-9203200105 Insp repts 50-295/92-03 & 50-304/92-03 on 920106-0207. Violations
noted.Major areas inspected;special electrical distribution sys.

BUTLER.D.S.. GARDNER.R.N. Region 3 (Post 820201). 92/03/16. 21pp. 60970:188-
60970:208.

R. Periodic operating reports & related correspondence

9203090403 "1991 Occupational Radiation Exposures for Zion Nuclear Power Station."
W/920213ltr.

JOYCE.T.P.  Commonwealth  Edison  Co.  91/12/3.1.  DAVIS.A.B.  Region  3  (Post
820201). 2pp. 60868:174-60868:175.

9203090425 "Radioactive Effluent Rept for Jul-Dec 1991 for Zion Nuclear Station." WY
920227 Itr.

JOYCE.T.P.  Commonwealth  Edison  Co.  91/12/31.  DAVIS.A.B.  Region  3  (Post
820201). 34pp. 60897:307-60897:340.

9203120096 Forwards occupational radiation exposure portions of station operating
repts.W/o encl.

RESCEK.F.  Commonwealth  Edison  Co.  92/02/27.  DAVIS.A.B.  Region  3  (Post
820201). 1p. 60918:350-60918:350.

9203170349 Monthly operating repts for Feb 1992 for Zion Units 1 & 2.W/ 920314 Itr.
HERRON.R., JOYCE.T.P. Commonwealth Edison Co. 92/02/29. 15pp. 60981:267-
60981:281.

9203090003 Forwards fitness-tor-duty performance data for 6-month period ending
911231.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc-
ument Control Desk). 23pp. 60862:070-60862:092.

S. Reportable occurrences, LERs & related correspondence

9203090342 LER 90-01 5-01 :on 901127,discovered that portion of SW sys was not ade-
quately supported & did not meet requirements of updated SAR.Caused by preservice
design implementation deficiency.SW line was reanalyzed. W/920302 Itr.
ZECHL.   JOYCEJ.P.   Commonwealth   Edison   Co.   92/03/03.   4pp.   60949:002-
60949:005.

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling
prior to Dec 1980.lmprojper setting of torque switch may prevent valve from fully strok-
ing under DB condition. Design basis calculations will be performed.
KOVACH.TJ. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 87041 1 ). 3pp. 61 1 03:31 1 -61 1 03:31 3.

U. Congressional/Executive Correspondence

9203090226 Advises that NRC insps & overview activities have shown that Zion station
performance continues to improve, per NRC 910802 & 0305 commitment.NRC plans
to continue to closely monitor programs & performance to ensure continued progress.
SELIN.I. Commissioners (Post 750119). 92/03/04. PORTER.J.E. House of Rep. 1p.
60948:035-60948:039.

V. Operator Examinations

9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 &
0203.Requalification program rated satisfactorily.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison
Co. 2pp. 60909:050-60909:144.

-9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam results:one
SRO failed requalification exam & one staff crew failed dynamic simulator operating
exam.AII others passed exams.

SHEPARD.D., BURDICK.T. Region 3 (Post 820201). 92/03/03. 125pp. 60909:052-
60909:144.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C. Region  3  (Post 820201).  92/03/25.  Consumers  Power Co. 3pp.
61110:314-61110:316.

9203310072 Advises that util furnish approved ref mat! listed in encl 1, "Ref Matl Re-
quirements for Reactor/Senior Reactor OL Exams" at least 60 days prior to written &
operating exams scheduled for wks of 920713 & 20.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/26. REED.C. Commonwealth Edison
Co. 11pp. 61126:174-61126:184.
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F. Security, medical, emergency & fire protection plans

9203310127 Advises that 911028 submittal of plant emergency response data sys
(ERDS) implementation plan provides basis for acceptable implementation of ERDS at
facility.

HANSEN.A.G. Project Directorate III-3. 92/03/24. SCHROCK.C.A. Wisconsin Public
Service Corp. 2pp. 61194:133-61194:134.

H. General correspondence

9203180066 Comment supporting proposed rules 10CFR50 & 52 re training & qualifica-
tion of nuclear power plant personnel.

SCHROCK.C.A. Wisconsin Public Service Corp. 92/03/10.  Docketing & Services
Branch. 1p. 60936:058-60936:058.

9203190087 Comment endorsing NUMARC comments on proposed rule 10CFR51 re
GEIS.particularly comments re continued rights of states to regulate utilities based on
state-level economic obj'ectives.energy needs & mix of generation requirements.
SCHROCK.C.A. Washington Public Power Supply System. 92/03/13. Docketing &
Services Branch. 1p. 60959:304-60959:304.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203060390 Forwards response to NRC 920226 telcon request for addl info re pro-
posed Amend 106 to License DPR-43.approving use of C-E sleeves for tube repair in
steam generators covering post-weld heat treatment of sleeves.
STEINHARDT.C.R.  Wisconsin  Public Service  Corp.  92/03/02.  Document Control
Branch (Document Control Desk). 8pp. 60858:098-60858:105.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation,"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSItC.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.ing
